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wnxiAM G. Meyer 

Sanitary Pliunbin^ 

and 

Hoi Water Heating 
Ptiw* 210 DIAMOND ST. 

Philadelphia, May 9 tft* ,g21. 



Jo««ph A. Vogal Co., 

Wilmington, Dalawara, 

Dear Sir: 

In tho PLU^.;Bi;,a a;.L' iiAXil.J i^Ji^A-IKZ i saw your 
advertieement of the Vogol Froit Proof Cloaote. For 
the past year and a half I have u»ed the Vogel closeta 
and found them to be the best and most satisfaotory 
of any closet I have ever used. I have also induced 
nany to use them and they in return found them to be 
the same. In the near future a aohool is to be equipped 
with olosets and I have rooommeadd the Vogel Froat 
Proof Cloaata. 

Will you kindly send aa your Catalogue. Trusting 
I may receive it within the next few daya. I beg to 
remain with kindest personal regards. 




FROST PROOF 
CLOSETS 



Can be easily and quickly installed. Require No Pit. 

A great convenience when installed in the garage, yard 
or on the rear porch of any residence. 




AUTOMATIC 
FACTORY, 
SCHOOL 



and Comfort Station Closets are built for lasting 
service. 




FROST PROOF 
HYDRANTS 



have only one washer, a one-half inch fuller ball, 
which makes for extreme simplicity and durability 

Order of Your Jobber 

i ' = 



JOSEPH A VOGEL CO. 

Wilmington, Del. St. Louis, Mo. 



¥^£|L Frost-Proof Outfit No. 1 
A Water Saver 



This closet uses but four gallons of water at a 
flush. Only enough water enters the tank to 
compress the air, and no more water is used until 
the seat is again operated. This air and water 
pressure flush is strong and cleansing. The valve 
working parts can be easily removed in a few 
moments by simply unscrewing the one flush cap 
back of bowl. 

Depressing the seat raises the rod, allowing the 
tank to fill. Releasing the seat allows a strong 
flush direct from tank to hopper. The water in 
valve casing then passes down 
through waste valve (below 
frost line) into sewer, leaving 
entire fixture empty. 

No. 1, enameled 
inside, red outside, tall oval 
flushing rim, enameled rim 
hopper, reinforced hardwood 
seat, galvanized pressure tank, 
flush pipe, lead waste connec- 
tion, supply and flush valves 
assembled with 3 ft. 3 in. 
valve rod and casing. List 
price, $30.00. 



HOA 




(Trap and soil pipe not included) 
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¥@^L Frost-Proof Outfit No. 2 



This outfit contains but one 
packing and flushes while in use, 
after which no water remains in 
fixture above trap. 

V €IO;^ L No. 2, enameled in- 
side, red outside, enameled rim 
hopper with brass fan wash, 
hardwood seat, lead waste con- 
nection, valve assembled with 3 
ft. 3 in. valve rod and casing. List 
price, $17.50. 

(Trap and soil pipe not included.) 



NO.E 




SPECIAL EQUIPMENT FOR ¥fi£gL OUTFITS 



Flanged Soil Pipe 2 ft. 8 in. for Regular 
Length Valve. List price, $5.25. 

Outfits with hoppers enameled in and out, 
add list, $4.40. 

Outfits with self-raising seats, add list $1.32. 

Outfits with hoppers having four-inch out- 
lets for caulking into bell end of soil pipe at 
same list prices. 

Valves furnished any length up to five feet, 
if ordered in at least half dozen lots at no 
additional cost. 
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The ¥@^L No. 6 Automatic Closet 



For Schools, Factories and Public Comfort Stations 



Tank Concealed 
No. 6 




THE ¥©S^L. NO. 6 AUTO- 
MATIC CLOSET with valve accessi- 
ble above bowl with tank concealed. 
Positive in action. Does not depend 
upon water pressure to operate it. 
No cup washers or diaphragms, only 
the two ordinary durable washers, 
same as used in our frost-proof 
closets. Works successfully on water 
pressures of 20 to 100 pounds. De- 
pressing the seat closes the flush 
valve and opens the supply valve, al- 
lowing the water to enter the air- 
tight tank until the air and water 
pressure are equalized. Keleasing the 
seat closes the supply valve and 
opens the flush valve allowing a 
strong pressure flush to the bowl. To 
remove valve parts merely unscrew 
the valve cap over bowl. The stem 
carrying the supply and flush washers 
can then be easily withdrawn. 



V^^L AUTOMATIC CLOSET, No, 6 with Tank concealed, con- 
sists of vitreous syphon action bowl, golden oak varnish finish reinforced 
seat, nickle-plated brass flush valve, galvanized tank and brass supply 
valve. In ordering V Q^JE L Automatic Closet No. 6, thickness of wall 
MUST be mentioned. List price, $60.00. 
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The ¥^ffiL No. 7 Automatic Closet 



The Simplest, 
Strongest and 
Most Durable 
Automatic 
Closet Made 



Tank Exposed 
No. 7 



It's new — but has been 
tried out and proven a 
success — sustaining the 

V^^^L reputation for 
quality of products. 



¥^jSJgL AUTOMATIC CLOSET, No. 7 with Tank exposed, consists 
of vitreous syphon action bowl, golden oak varnish finish seat, nickle- 
plated brass flush and supply valve, nickle-plated supply pipe with shut- 
off valve and 20-in. round galvanized pressure tank, baked white enamel 
finish. List price, with enameled tank, $65.00. List price, with gal- 
vanized tank, $00.00. 



Fage Nine 
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Roughing Measurements, 
¥tSSlL No. 6 and No. 7 Closets 




No. 6 
(Tank Concealed) 




No. 7 
(Tank Exposed) 



¥@iIL No. 9 Close Roughs; 

wall to center of waste outlet, 16 in. Can 
rough-in, ISVg in. by offsetting. If water 
supply is brought through floor it should 
be %-in. iron pipe size, 41/2 in. from wall 
and 2 in. right of center, facing closet. Add 
75c net for offsetting. 
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ILLUSTRATION of REPLACEMENT FARTS for Nos* U 2 and 5 ¥0j5£L CLOSETS 
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FROST PROOF GARAGE 
HYDRANT. 

This hydrant makes it possible to obtain 
running water in the unheated garage at all 
seasons of the year. In cold weather it is 
safest to drain the water out of the auto- 
mobile radiator to prevent freezing when 
storing the car in garage where the artifi- 
cial heat is uncertain and this hydrant 
offers a means of replenishing the radiator 
with fresh water. In moderate weather it 
furnishes water for washing the car. 

Simple in construction as a hydrant can 
be made, and has but one valve packing. 
In durability it should last as long as the 
garage. 

Made in lengths; 3 ft., 4 ft., and 5 ft. 

Price complete with lead waste connec- 
tion. List $7,50 
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Replacement Parts for ¥^SL Garage Hydrant 



List Price 

H-1 — Handle for Hydrant $ -82 

H-2— Lifting Nut for Hydrant Stem. 32 

H-3 — Lifting Screw for Hydrant Handle 12 

H.4— Brass Lifting Hydrant Stem 50 

No. 5 — Brass screw (top of plunger) 10 

No. 6 — Brass Socket tapped one end 32 

No. 7— Brass Socket tapped both ends 32 

No. 9— Spring .50 

No. 10 — Brass plunger 79 

No. 15 — y2-inch Plumbago fuller ball 07 

No. 20 — Brass screw for fuller ball 10 

No. 22 — Lead waste connection 75 

No. 26 — Supply A^alve body 1.88 

No. 28 — Packing cap 38 

No. 33 — Large packing nut ''S 

H-36— Nozzle 1-88 

Note— Numbers 5 to 33 illustrated on Catalogue page 13, 
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